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9106190264 LER 91-008-00:on 910401 .emergency diesel generator declared inoperable
during surveillance testCaused by personnel error.Procedures revised to provide cau-
tion & direction for fuse installation & verification.W/910612 Itr.
MADSEN.GJ.,  DOERING.J.  Philadelphia  Electric Co.  91/06/12.  5pp.  58198:225-
58198:229.

9106260278 LER 89-910-01:on 891013.HPIC sys declared inoperable.Caused by per-
sonnel error resulting  in condensate accumulating  inside  HPIC turbine  exhaust
pipe-lmmediately following event HPIC removed from svc.W/910620 Itr.
MADSEN.G.J.,  DOERING.J.  Philadelphia Electric Co.  91/06/20. 8pp.  58256:025-
58256:032.

9106260318 LER 91-009-00:on 910521,loose wire in potential transformer sensing net-
work of EDG resulted in test failure occurrence. Caused by loose wire.EDG wire in
potential transformer sensing network terminated.W/910620 Itr.
MADSEN.GJ., DOERING.J.  Philadelphia Electric Co.  91/06/20.  5pp. 58256:033-
58256:037.

DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9106030299 Forwards Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08
on 910327-0507 & notice of violation.Concern raised re apparent recent decline in
procedural compliance & attention to detail at Salem during Feb-early May 1991.
BLOUGH.A.R. Region 1 (Post 820201). 91/05/21. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey, pp. 57913:226-57913:311.

-9106030314  Safety   Insp   Repts   50-272/91-09,50-311/91-09   &   50-354/91-08   on
910327-0507.Violations   noted   at   Salem   Unit   1.Major   areas   inspected:maint/
surveillance.emergency preparedness,security & engineering & technical support.
WHITE.J.R. Region 1 (Post 820201). 91/05/21. 81pp. 57913:231-57913:311.

9106110349 Responds to regulatory concerns noted in Insp Repts 50-272/91-10,50-
311/91-10 & 50-354/91-07 re temporarily designated licensee vehicles & procedure
for controlling vehicle access.Response withheld (ref 10CFR73.21).
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/04. Document
Control Branch (Document Control Desk). 3pp. 58096:052-58096:054.

H. General correspondence

9106100352 Advises FX Thomson will replace BA Preston as manager - licensing &
regulation.effective 910528.Svc lists should be revised accordingly.
PRESTON.B.A. Public Service Electric & Gas Co. of New Jersey. 91/05/21. Docu-
ment Control Branch (Document Control Desk). 2pp. 58051:195-58051:196.

P. Operating license stage documents & correspondence

9106040080 Forwards 90 day rept for inservice insp activities conducted during third re-
fueling outage.per Section 4.0.5 of App A to Tech Specs & Article IWA-6220(b) of
Section XI ASME Boiler & Pressure Vessel Code.

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 91/05/20. Document
Control Branch (Document Control Desk). 500pp. 57939:062-57940:094.

9106030064 Forwards GE affidavit requesting that NEDC-31858P, "BWR Owners Group
Rept for Increasing MSIV Leakage Rate Limits & Elimination of Leakage Control Sys"
be withheld.Rept submitted in support of amend to License NPF-57.
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/05/21. Document
Control Branch (Document Control Desk). 5pp. 57915:330-57915:334.

9106110239 Concurs w/request to amend incidental take statement, including require-
ments for reporting take of endangered & threatened species.Revised incidental take
statements & incidental take reporting form encl.

FOX.W.W. Commerce, Dept. of, National Oceanic & Atmospheric Administration. 91 /
05/30. VARGA.S.A. Division of Reactor Projects - I/It (Post 870411). 3pp. 58098:169-
58098:171.

9106180399 Forwards amend to 910201 rev to inservice testing program re qualifica-
tions of personnel supervising testing of relief valve C.

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 91/06/10. Doc-
ument Control Branch (Document Control Desk). 2pp. 58171:092-58171:093.

9106180122 Forwards brief description of objective of peer group development effort &
discussion of factors considered in constructing groups.

HICKMAN.D.E. Trends & Patterns Analysis Branch. 91 /06/11. BINZ.R.D. Public Serv-
ice Electric & Gas Co. of New Jersey. 4pp. 58174:335-58174:338.

9106190228 Forwards application for amend to License NPF-50,^placing existing para-
graph in Section 4.2.1, "Aquatic Monitoring," Environ protection plan,App B of license.
LABRUNA.S, Public Service Electric & Gas Co. of New Jersey. 91/06/12. Document
Control Branch (Document Control Desk). 2pp. 58189:343-58189:352.

-9106190232 Application for amend to License NPF-50, replacing existing paragraph in
Section 4.2.1, "Aquatic Monitoring." of Environ Protection Plan,Appendix B of
iicense.Revised page encl.

. * Public Service Electric & Gas Co. of New Jersey. 91/06/05. 8pp. 58189:345-
58189:352.

9106260052 Grants util request for withholding "BWROG Rept for Increasing MSIV
Leakage Rate Limits & Elimination of Leakage Control Sys," NEDC-31858Psfrom
public disclosure.

DEMBEK.S. Project Directorate I-2. 91/06/19. MILTENBERGER.S. Public Service
Electric & Gas Go, of New Jersey. 6pp. 58217:256-58217:261.

9106260086 Notifies of withdraw of 910401 application to amend License NPF-57 re
EDG surveillance testing.

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/20. Document
Control Branch (Document Control Desk). 1p. 58227:354-58227:354.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262,

9106050243 Notification of Significant Licensee Meeting 91-66 w/util on 910605 in King
of Prussia,PA to discuss status of investigative efforts.

WHITE.J.R.  Region  1   (Post 820201).  91/05/15.  Region  1   (Post 820201). 3pp
58003:124-58003:126.

9106040080 Forwards 90 day rept for inservice insp activities conducted during third re-
fueling outage.per Section 4.0.5 of App A to Tech Specs & Article IWA-6220(b) of
Section XI ASME Boiler & Pressure Vessel Code.

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/05/20. Document
Control Branch (Document Control Desk). 500pp. 57939:062-57940:094.

9106030299 Forwards Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08
on 910327-0507 & notice of violation.Concern raised re apparent recent decline in
procedural compliance & attention to detail at Salem during Feb-early May 1991.
BLOUGH.A.R- Region 1 (Post 820201). 91/05/21. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey, pp. 57913:226-57913:311.

-9106030314   Safety   Insp   Repts   50-272/91-09,50-311/91-09   &   50-354/91-08 on
910327-0507.Violations   noted   at   Salem   Unit   1.Major   areas   inspected:maint/
surveillance.emergency preparedness.security & engineering & technical support.
WHITE.J.R. Region 1 (Post 820201). 91/05/21. 81pp. 57913:231-57913:311.

9106110189 Ack receipt of corrective actions re 910403 Itr on defective matl being
promptly identified.

DURR.J.P. Region 1  (Post 820201). 91/05/29. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 5pp. 58095:313-58095:317.

9106110010 Forwards insp rept 50-354/91-06 on 910401-05.Lack of sys approach to
training-based program noted.

HODGES.M.W. Region 1 (Post 820201). 91/05/30. MILTENBERGER.S. Public Serv-
ice Electric & Gas Co. of New Jersey. 3pp. 57995:050-57995:078.

-9106110016 Insp rept 50-354/91-06 on 910401-05.Major areas inspected: facility train-
ing programs & implementation.

WILLIAMS.J.H., CONTE.RJ., BETTENHAUSEN.L Region 1 (Post 820201). 91/05/24,
26pp. 57995:053-57995:078.

9105230062 NRC Info Notice 91-033. "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106110230 Rev 1 to notification of Significant Licensee Meeting 91-66 in King of
Prussia,PA on 910607 to review status of investigative efforts.Meeting closed to
public.

WHITE.J.R.  Region  1   (Post 820201).  91/06/04.  Region  1   (Post 820201). 3pp.
58098:147-58098:149.

9106110349 Responds to regulatory concerns noted in Insp Repts 50-272/91-10,50-
311/91-10 & 50-354/91-07 re temporarily designated licensee vehicles & procedure
for controlling vehicle access.Response withheld (ref 10CFR73.21).
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/04. Document
Control Branch (Document Control Desk). 3pp. 58096:052-58096:054.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

R. Periodic operating reports & related correspondence

9106060199 Forwards "NPDES Discharge Monitoring Rept for Apr 1991 for Hope Creek
Generating Station." Frequency for Discharge Point 461A,cooling tower blowdown &
river done at approx 5 h intervals to provide cycles of concentration in sys.
HAGAN.J.   Public   Service   Electric   &   Gas   Co.   of   New   Jersey.   91/05/24.
CORPORALE.G. New Jersey, State of. 5pp. 58003:006-58003:027.

-9106060200 "NPDES Discharge Monitoring Rept for Apr 1991 for Hope Creek Gener-
ating Station."

HAGAN.J., PIERCE.C.E. Public Service Electric & Gas Co. of New Jersey. 90/04/30.
16pp. 58003:011-58003:027.

9106200273 Monthly operating rept for May 1991 for Hope Creek Generation Station
Unit 1.W/910614 Itr.

ZABIELSKI.V., HAGAN.JJ. Public Service Electric & Gas Co. of New Jersey. 91/05/
31. 12pp. 58199:349-58199:360.

S. Reportable occurrences, LERs & related correspondence

9106100108 LER 91-007-00:on 910505,filtration,recirculation & ventilation sys units dis-
covered inoperable during surveillance testCaused by blown heater control.Blown
fuses replaced & unit returned to operable status.W/910604 Itr.
COWLES.R., HAGAN.J. J. Public Service Electric & Gas Co. of New Jersey. 91/06/04.
5pp. 58162:095-58162:099.

9106100469 LER 91-009-00:on 910508,full reactor protection sys actuation occurred
due to electronic spiking of intermediate range monitor G.Caused by equipment
malfunction.Monitor replaced prior to plant return to power.W/910606 Itr.
COWLES.R., HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 91/06/06.
5pp. 58162:138-58162:142.
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